
126 Worrilow Hall 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiJitional shoBts if necessary or use APHIS FORM 7023A.) 


A. 

• X V 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number of 
animals being 
bred, 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 4- 
D + E) 

4. Dogs 

0 

0 

0 

0 

0 


5. Cats 


10. Shoe 


11. Pias 


12. Other Farm Animals 


13. Other Animals 



6. Guinea Pigs 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

8. Rabbits 

0 

1 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 







0 

0 

0 

0 



0 

0 

0 

0 



ASSURANCE STATEMENTS 


1) . Prolessionally acceptable standards governing the care, treatment, and use of animals, including approriate use ol anesthetic, arralgesic, and tranquilizing drugs, prior to, during, 

and tollowing actual research, teaching, testing, surgery, or experimentation were tollowed by this research lacility. 

2) . Each principal investigator has considered alternatives to paiidul procedures 

3) This lacility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC) A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation ol the exceptions, as well as the species and number of animals affected 

4) Tfie attending veterinarian lor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 
animal care and use. 


CERTIFICATION BY HEADQUARTES RESEARCH FACIl.lTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is trtie. correct, and coiiiDlete (7 U S C Section 214 


DATE SIGNED 


/♦/ < lc>c> 






















































This repKjr! is required by law (7 USC 2143) Failure lo report accordmg lo Ihe regulations can 
result in an order to cease and desist and lo be subject lo penalties as provided lor in Section 2150. 


See reverse side lor 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

50-R-0009 


Interagency Report£pnlrol No 
0 1 80-DOA- AN 


FORM APPROVED 
0MB NO 0579 0036 


^ A r 


2. HEADOUARTE*''' 
include Zip Cc 






ith USDA, 




ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1 


NEMOURS FOUNDATION. THE 
1600 ROCKLAND RD 
WILMINGTON, DE 19899 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimental ion, or neio tor inese purposes. Aiiacn additional 
sheets if necessary ) 


FACILITY LOCATIONS (Sites) 


Alfre' 


Life Science Center 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditional sheets if necessary or use APHIS FORM 7023AJ 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expreriments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquili/ing drugs were 
used 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and for which Ihe use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 


TOTAL NO. 
OF ANIMALS 


(Cols. C + 
D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non*human Primates 


10. Shee 


'' 11. Pias 


1 2. Other Farm Animals 



0 

20 

0 

20 




ASSURANCE STATEMENTS 


1) Protessionally acceptable standards governing the care, treatment, and use ol animals, including approriale use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, leaching, testing, surgery, or expertmenlation were lollowed by this research facility. 

2) . Each principal investigator has considered alternatives to painful procedures 

3) This facilUy is adhering to the starrdards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by Ihe 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC) A summary of ail such exceptions is attached to this annual report. In 
addition to identifying Ihe lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number ol animals affected 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 
animal care and use. 


CERTIFICATION BY IIEADQC ARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I cerlity that the above is true, correct, and complete (7 U S C Srrclion 2143) 

























^hr rcpofi s <equired by law (7 USC ;?M3) Failure lo ref>o»l according lo «he regulanoos can 
resull in an order to cease and desist and lo be sub)ecl lo penalties as provided lor m Section 21 SO 


See reverse Side lor 
additional tnlormafiun 


UNITcO STA1-3S DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

50-R-0010 


Interagency Report Conlrol No 
0180-OOAAN 


FORM APPROVED 
OMB NO 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
ir%clude Zip Code) 

DuPont Pharmaceuticals Company 
Experimental Station, E400/2710 
Rt. 141 & Henry Clay Road 
Wilmington, DE 19880-0400 


3. REPORTING FACILITY (Lisi all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held lor these purposes. Attach additional 
sheels it necessary.) 10 / 1/99 - 01 / 01/00 


FACILfTY LOCATIONS (Sites) 


Experimental Station, Bldg. E400 | Billerica Site 


Stine Haskell Research Center 
Bldg. $320 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach a*fntitinnat sheets it necessary or use APHIS FORM 7023A.> 


Animals Covered 
By The Animal 
Wellare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes. 


Number ol 
animals upon 
which teachirtg, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 


4 -. Dogs 


S. Cats 


S. Guinea Pigs 


T. Hamsters 


8. Rabbits 


8. Non*human Primates 


1 0. Shee 


1 1 , Pios 


1 2, Other Farm Animals 


47 


0 


Number ol aiurnais upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted H>votving 
accompattyirvg pain or 
distress lo the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilmng drugs were 
used. 

E. Number ot animals upon which leachiitg. 
experiments, research, surgery or tests were 
conducted mvolvif>g accompanying pain or distress 
to the animals and tor which the use of appropriate 
anesthetic, analgesic, or lranquilizir>g drugs would 
have adversely affected the procedures, resulls. or 
interpretation of the teachir>g. research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report). 

121 

0 

0 

0 

158 

0 


TOTAL NO. 
OF ANIMALS 


(Cols. C 
O ♦ E) 




670 


0 


227 


8 


0 


0 


0 


Other Animals 


0 

o 

0 

0 



ASSURANCE STATEMENTS 


1) Prolessionally acceptable standards governing the care. IrealmenI, and use ol animals, including approriale use ol anesihelic. analgesic, and Iranquili^ing drugs, prior to. during, 
and following actual research, leaching, testing, surgery, or experimenlalion were followed by this research facility. 

2) , Each principal investigator has considered alternalives lo painful procedures. 

3) . This lacility is adhering to the standards and regulations under the Act, and It has required that exceptions lo the standards and regulations be specified and explained by the 

prir>cipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this summary includes a brief explanation ot the exceptions, as well as the species and number ol animals aflecled. 

4) . The attending veterinarian lor this research facility has appropriate authority lo ensure the pruvision ol adequate veterinary care and lo oversee the adequacy ot other aspects ol 










































This lepOfl IS lequirecJ by law (? uSC 2 143^ Foilufe lo reporl dCcorUing io Ihe leguJulioos cait 
resuil in an order to cease and desist and lo be sub|eci lo penalties as provided lor in Seciion : 


See reverse side lor 
additional inlormalion. 


lulcl } f'lCiJkyi I Iww' 

0180-DOAAN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

FORM APPROVED 


0MB NO 0579 0036 ' 


2. HEAOOUART^ 
includ9 Zip C 


* re/^M 


cArii iTV /NM/ne and Address, as registered wdh USDA 



ANALYTICAL BIOLOGICAL SERVICES INC. 
CORNELL BUSINESS PARK 701-4 
WILMINGTON, DE 19801 


3- REPORTING FACILITY (List all locations where animals were housed or used in aclual research, (esiing. leaching, or experiiiietM«MWM. 
sheets tl necessary ) 


0* « * V • » 


I addtiionai 


FACILITY LOCATIONS (Sites) 



r^l 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach attidiiionat sheets tt necessary or use APHIS FORM 7023A} ' 


A 

Animals Covered 

By The Animat 

Wellare Regulations 

B Nuinbei ol 
animals being 
bred, 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain> 
relieving drugs. 

D. Number ul animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
corxjucied involving 
accompanying pain or 
distress lo ihe animals 
and lor which appropriate 
anesthetic, analgesic, or 
Iranquilijing drugs were 
used 

E. Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animats and lor which the use ol appropriate 
anesthetic, analgesic, or Iranqutii 2 ing drugs would 
have adversely aliecied the procedures, results, or 
interpretation ol the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pam or distress in these 
animals and the reasons such drugs were not used 
must be aff ached to this report) 

F. 

total no 

OF ANIMALS 

(Cols. C ♦ 

D ♦ E) 

4. Dogs 






5 Cats 






6. Cutnea P»qs 






7. Hamsters 






8. Rabbits 


cZ 




9. Non-human Primates 






10. Sheep 






11. PiQS 






12 . Other Farm Animals 




• 








13. Outer Ammals 






-rcrrc-Vs 


3 



3 














assurance statements 


lj Pf utessionally acceptable standards governing the care, irealrnenti and use ol animals, including approriate use ol anesthetic, analgesic, and iranguiti^mg drugs, prior to. during, 
and ioiiowing aclual research, teaching, icsiing. surgery, or eKpcrimerilaliori were lollowed by Ihis research iacitily, 

2} Eactt principal iiivestigaior has considered alternatives lo painful procedures. 

3) This lacility is adhering to the standards and regulations under the Act, and it has required that exceptions lo Ihe standards and regulations be specified and explained by the 
principal invesiigaior and approved by the Institutionul Antiiial Care and Use Coininitiee (lACUC). A summary of all such exceptions is attached to this annual report, in 
addition to ideniilying Ihe tACUC*atrproved exceptions, this summary includes a brief explanation ol Ihe exceptions, as wetl as Ifie species and number ol animals aflecied 

4| Ttic utieiidiny vLMminarian lor this research iacihly has ap|)iopriaie authority lo ensure Ihe provision ul adequate veterinary care and to oversee the adequacy ul other aspr.ct:^ ui 
uniinjl care and use 


CKRTIFICATION HY MEADQUARTKS KKSEAKCll KACII.ITY OKKIClAl. 
(Chier Executive Oriicer or Legally Kcaponsibic Institutional OrHcial) 

I ceriily that the above is true, corrucl, and ciatiploie (7 U S C Smdion 2143) 



APHIS FORM 7023 
(AUG 91 ) 


(Riipljt.Os VS FORM 18-23 (OCT 88), which is obsoltriL* ) 



Dec 12 00 □l:42p 


Daniel Baugh Institute 


DEC-07- 2000 13:37 U5DA fiPHlS fC 

Tws repon u rigulraa oy lev* (T USC J'O). F»*ufe le repon eccoioinj 10 ihe rogvui'en- 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


[215) 503-2636 

919 716 5696 P.02/05 

3 e«iauau*«a wni rur iniaiaw«i«L.y 

afldliionai 



ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


i, certificate NUMBER: 50-R-0012 
CUSTOMER NUMBER: 1 650 


Neural Compulation Group 
Dupont Experimental Station 

E326/B31 

Wilmington, DE 19880 
Telephone: (302) “695-2907 


FORM approved 
0 MB NO 0578-00)6 


y reporting facility ( L.jI «it locahona vvnare inlmaH wra 


houMd or Ulod <1 a rtyol rtSMfCA. iftjiing. tf 6«D»rtm®nuFlron. Of hufl for weJ8 pi/rposoL Aiiach add-iionoi ihoeii U nBceiMiv ) 


FACILITY LOCATIONS ( $«> ) • 3m AlacOeo LiiWrvj 


RFPORT OF ANIMAL S I ISFD HV OR I INDFR CONTROL (TF RFSPAPCH FACII ITV I Aw.tJ> ertmLio*.Al it necMMirv or iiM APHIS Fftrm TOiJA 


AnUnais Covtctd 
By TD« AnMntl 
Wf Hirv RvBUlMtona 


Number bf 
anirnttlK bbino 
brvd. 

COndtliOABd, Of 

neid lof uao in 

leaching. 

Wit'hg, 

experJmenia. 
nsEOBrch. or 
swrgo^y bui y( 


Dogs 


5. Cats 


Numbbf Dt 
atilmaia upon 
wvfiicA laocKng, 

rfttebfch. 

tKpertmenu. or 
teals Mrere 
conduciod 
involving no 
pBin, cisiress, or 
use of oam- 

relievifiq drugs 


Number of Abimais 
upon which 
expenmenis. loacKing. 
research, turgory, cf 
lesit wore conducibd 
Involving 

accompanying path or 

dislroei to tno ahtmaie 
BAd fo/ which 
BOprooriaiC or^hciic, 3 


I 

I E. Number of snimeie upon which wachinp. 

I oaperimanTs. rosoarch. curgary or loan werp 
' condyciod invoUihg accompanying pain or dlnrpa$ 

. lo me animsis and lor wwcn tha o< appropriaio 
anesihoiic. enaigesic. or venauJUimg drugs wowW 
have edirerseV Affected me piocedurea. resuns, or 
iniorpieuvio-'' oi me leacninp reseircn exponments. 
surgery, or leits. i An explanation of ih« proceourot 
producing pain or disircM m these animate and the 
reasons su^ drugs vrare reprosed muei be owacnotf lo 


TOTAL NUMBER 
OF animals 

( COLUMNS 
CtOtE) 


B. GuInpB Pigs 


7, Hamsters 


6. RabDiis 


5. Npn-hwm*r> Piimavc 


10. Shoop 
11 Pigi 


12. Other Farm Aniinats 


t3 Other Ahimals 


ASSURANCE STATEMENTS 

L) PmL.H.o«»» wno^rd. 50..mr9 Ih. o. i:o'«.n, .p„c,n.« «. o*v^. P.™ «. 

aciuet casaarch. leaching, testing, lurgcry. or experLmaniAiioh were followed Oy Oils research lacitliy. 

2) Each principal investigaior nes conijdtred euernaiives lo pemlui procaduree 

ai TN. iKililv « ..iLwnng to lN> ««) .,guki.».» n» AcL. and * IlM ««v.y»d »t\ MMPVDU 10 M HB>0l*« »nd r.90WK.nt »■> »"<! ll» 

.no Cb- .n« U.. Co,nm«.. tIACUC) 4 .f ,1 .uch .» .n.tnBd to MCUll toPBA. ^ olW^a w iddnUylng 

IACUC^approv«d aacemions. this summary Includes • Ontf explanation of the exceaUpnt as well es me spoctei and nomPm of anunals effoewd 
4) T.. MItnfrnp v*l.nm.i4n lor Ihit wietsL* LKi«y h w appfepn.l« wmo*a> Lo .nturo (Ho provision OL .if.ou.lo voiwhjry «r. .nd lo 0.M.4 M .dMUKy of oHW «D»eii oLOTm.l tor, wd 



Oct-31 -2000 03:10pn Fron-Strateglc DIagnostics/BioSolutions 


3024566784 


T-961 P.004/004 F-635. 










UNITED STATES DEPAHTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


f. REGISTRATION Na 


50-R-Jiai3 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


H I ^ HEADOUART 50- 
’ ^ ^ m jf. iftclude Zip C 

mn .. 

ITV ■ 5TF 


FORM APPROVED 
OMB NO 0679^36 


^ fill Y^fth USM. 




strategic diagnostics INC, 

128 SANDY DRIVE 
NEWARK, DE 19713 



3. REPORTING FACILITY (List a(t locations wrttere animals were housed or used in actual reseoich. testing, leaching, or expefimentaiion. or held lor these purpuMs^. -.k. — n m 
sheets if necessary } 


FACILITY LOCATIONS fStteti 


26578 OLD JULIAN HIGHWAY, RAMONA, CA 92065 3065 HIGHWAY 67, RAMONA, CA 92065 


n addiitonal 



52 ANDERSON ROAD, WINDHAM, ME 04062 


report op animals used by or under control op research facility lAHach ailidtimial sheats if necessary or use APHIS FORM 7023A.) ' 


Animals Covered 
By The Animal 
Wettare Regulations 


Number o< 
animals being 
bred. 

conditioned, or 
held lor use in 
teaching, testing, 
experiments, 
research, or 
surgery bul not 
yet us^ lor such 
purposes. 


Number ot 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ot pain- 
relieving drugs. 


Number ol am mats upon 
which experinienis, 
reaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiUing drugs were 
used 


Number ol animats upon which leaching, 
mcperimcnis. research, surgery or tests were 
conducted involving accompanying pain or distress 
TO the animals and for which the use of ai^opr'iale 
anesthetic, analgesic, or tranqutlizing drugs would 
have adversely allected (he procedures, results, or 
inlerprelatron ol the teaching, research, 
experiments, surgery, or tests (An »xpt»nation of 
(he procodures producing pain or disfress rn fheae 
arumafs and the rsMsona such cfrugs were not used 
must He mttBC/*ocf to this reportf. 


TOTAL NO 
OF ANIMALS 


(Cols. C 
D ♦ E) 


4. D 


5. Cats 



6. Guinea Pios 


7. Hamsters 


8. Rabbits 


9. Non human Primates 





12. Other Farm Animate 


GOATS 


13. OtherAnimals 


CHICKENS 


RATS 


LLAMAS 


assurance statements 


1) Rrotessionatly acceptable standards governing the care, irealment, and use of animals, includirtg approriate use ol anesthetic, analgesic, and Iranquihzing drugs, prior to. during, 
arrd foltowing actual research, teaching, (esiing. surgery, or experrmentalion were loMowed by this research facility. 

2) . Each principal investigator has considered atlernaTives to paintut procedures. 

3) . This lactlity is adttcring to the standards and regtdaiiuiis under the Act, and ti has required that exceptions to (he standards and regulations be specified and explained by the 

prirrcipai investigator and approved by the instiluiioiial Arumai Core and Use Cummitlee (lACUC). A sumniafy of all auch exceptions Is attached to this annual report, in 
addirton lo idenlilying the lACUC approved exceplkMu., this siutimary includes a brief explanalion of ihe exceptions, as welt as the species and number ol animals affected. 

4>. Tlie allending veleiiiuinan lui tfiis research lacilily has appiopiiaie aulhuiily to ensure the pruviskHi ol adequate veterinary core and lo oversee the adequacy ui other aspects of 
uiiimal care and use. 


CERTIFICATION BY HEADQU ARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legully Regponaible liUifilutionaJ OfTicial) 

I cerlity that the above is true, correcl. atid uiNnplctn (7 U S C Section 2143) 





NAME g TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or /Ymh 


DATE SIGNED 


11/13/0 



APHIS FORM 7023 
(AUG 91) 


(ReplucGs VS FORM 18-23 (OCT 88). whx:)i »s obsutoie ) 


■-^EADOlj ALTERS 


PARI" - 






































■ M'S js oy >«■ 

: : mil it*^n otd«r to c«aM and‘(Jos<si and to b« :{uO|cci ro penalties as providad for m Section 2150. 


additional inlorniuiion. 


0180*00^' AN 


Me *^\4 


UNITED STATES DEPARTMENT Qf AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECHON SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 




/ 


50-R-0QO3 


FORM APPROVED ^ 
0MB NO 0579.0036 

2. HEADQUARTERS RESE^CH F^iLlTV {Name and 
inc/ude Sp Codai \ * r . , 

S04R-OQ03* Gust Id 27 


IKTERVET INC, 

403 STATE STREET 
P.0, SOX 318 


3. REPORTING FACILITY (Litl an localions where animala were housed or used in aclual research. fesiiiiQ, leaehi MtLLSBORO, OE 19966 
sheets tl necessary.) 


itional 


FACtUTY LOCATIONS (SH9t} 


Dallas Center, 
Desota, Kansas 


Iowa 

Worthington , Minn , 

' 

MlllsBoro, Delaware 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY pVfach aillt/MiOfiel aheelf tf rwcessawy or use APHtS fOM4 7Q22K) • 


A. 

Animals Covered 

By The Animel 

Welfare Regulations 

& Number of 
animaJs being 
bred. 

conditioned, or 
held lor use in 
leaching, lesling. 
experiments, 
research, or 
surgery bul not 
yel uud lor such 
purposes. 

C Number oi 
animals upon 
which leaching, 
research, 
experunents, or 
lesis were 
conducted 
involving no 
pam.' distress, or 
use ol pain* 
relieving drugs. 

Number ol aiufnals upon 
which experimenit. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
disirass lo Ihe animals 
and lor which appropriate 
anesihelic, analgesic, or 
IranquUialng drugs were 
used. 

£ Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or disiress 

10 the animals and lor which the use ol appropriate 
anesthetic, analgesic, or tranquiliaing drugs would 
have adversely alfecfed the procedures, results, or 
inierpretalifin of the leaching, research, 
exparimenis, surgery, or tests. (An axp/anaffon c( 
tt»m procedures prot/ucing pern or disirete in fhete 
anrmaN and Hie reetona such drugs were nof used 
musi be adached to thin reports 

■ 

F, 

total NO. 

OF ANIMALS 

(Cols. C 

0 ♦ E) 

4. Does 


364 

31 


395 

5. Cats 

, 

697 

11 

5 

713 

8. Guinea Ptos 


181 

251 

.116 

548 

7. Ha/nsters 


3569 

• 

■3455 

7024 

8. Rabbits 


46 

1077 

84 

1207 

9. Non-human Primates 






10. Sheep 






11, Pios 


3743 

104 

• 


12. Other Farm Animals 




• 

• 

Cattle 


177 

• 


177 

1 3. Other AnimaJs 





• 


• 



k 


• 













[ ASSURANCE STiRrEMENTS . - 


t) Pruittssionally acceptable siandardt governing iha care. Irealmenl. ami use ot animals, including upprorlaia use ol anesiheitc. analgesic, and Iranquiliring drugs, prior lo, during, 
and lolluwing aclual resaarch. leaching, lesling. surgery, or experimeniaiion were lollowed by ihis reseurch lactlily. 


3). Each prirtcipal invesitgaior has considered allernaiives lo panilul procedures. 


3). This laciliiy if adhenrtg lo ihe standards and rogulaiicMis under ihe Act, and h has required lhai exceplions lo ihe standards and regulaiioAS be specilied and explained by the 
princiipal investigator and approved by ihe Insiiltiliurial Animal Care ar»d Use Cciruniliee {lACUCi A summary ol all such exceptions is attached to Ihis annual report. In 
addition to idenlilying the lACUC-approved exceptions, this suinmavy includes a briel explanation ol the exceplions, as weB as the species and number ol amnwts allected^ 


4) The alluiKiing veterinarian tor this research tacdily has apfxopriaie authority lo ensure ihe provisioii ol adequate veterinary care and to oversee the ader|uacy ol other aspects ol 
ariiinal care and use. 



CEHTIFICATJON BY IIEADQUAKTKS RESEARCH FACILITY OFFICIAL 
^ (Chief Executive OfTicer or Lejfally Responsible Institutional OfTicial} 

)ve is iriM, corruct. and Ctwtiphrle (7 U S C Smilton 2143). 

■ 

SIGNATURE OF 


NAME S TITLE OP CE.d OR INSTITUTIONAL OFFICIAL {Type or PrmO 

DATE SIGNED 



m 

11/22/00 

APHIS FORM 
{AUG 91 

hicfi 4 obsoiule ) 

pi<rc. 

^ .1 ■ * ■ 




























Optional Column £ Explanation Form 


EECEIVED 
DEL 1 0 IM 


This form is intended as an aid to completing the Column £ explanation. It is unt an ofSciai form 
and its use is voluntary. Names, addresses, protocols, veterinary care programs, and the like, are 
not required as part of an explanation. A Column £ explanation must be written so as to be 
understood by lay persons as well as scientists. 


1. Registration Number: 50-R-0003 ^ 

2 . Numbe r iie of animals used in this study. 

3. Species (common name’ ) Guinea Pigs p f animals used in this study. 

4. Explain the procedure producing pain and/or distress. 

SEE ATTACHED 




5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or distress 
relief would interfere with test results. (For Federally mandated testing, see 
question 6 below) 



6 , What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102): 


Agenq^, 


CFR 9CFR113.106 and 9CFR113 . 107 


APHIS 


USD A Reporting Category E - 1999 - 2000 

50-R.0003 


Please find entries in column "E" fully explained ni the following statements. 

Hamsters 

* • * • • 

j . AH hamsters stated in column "E" were used for testing as specified in 9CFR1 13.103 and 9CFR1 13.102. 
Feline 

< ■ , . 

AH (5) cats were used to evaluate safety and efficacy of potential product candidate Observations of 
clinical signs were required to evaluate product efficacy, and use of drugs or other to alleviate 
clinical signs would mterfere with the determination of efficacy, making product selectioa inroossible. AH 
animals were observed regularly and would have been treated or euthanized if the pain and distress was 
. determined to adversely affect the overall welfare of the animals. 

Guinea Pigs 

* * 

AH guinea pigs (1 16) stated in column "E" were used for Clostridial Potency testing per 9CFR1 13 106 and 
9CFRU3.107. 

Rabbits 

All rabbits (84) stated in column "E" were used for testing Clostridium Septicum Special Outline #33 
potency tes^g. 




Optipaal Column E Explanation Form 


received 

DEC 1 8 zqw 


This fonn Is intended as an aid to completing the Column £ explanation! It is ost an official form 
and its use is vokmtaiy. Namesj- addresses, protocols, veterinary care programs, and the; lik^ are 
not required as part of an e^qjlanatioa* A Column E explanation must be written so as to be 
understood by lay persons as well as scientists. 


L Registration Numben $0-R-0003 ■ 

2. Nu m be r 84 o f animals used in tbis study. 

3. Species (common name’ ^ Rabbits o f animals used in this study. 

4. Explain the procedure producing pain and/or distress. 

Each sericil of vaccine uses 14 rabbits. (9 vaccinates and 5 controls). 

' Vaccinates receive 2 doses of vaccine 21 days apart, given by subcutaneous 
injection. Fourteen' (14) days later'- (after 2nd. dose of vaccine) all 
animals are challenged, with live Clostridium septicum . Fain and distress 
are due to. disease processes associated with Clostridi'um septicum . .Animals 
are allowed to go 72 hours, when test results 8o:e interpreted. 


5. Provide scientific justification why pain and/or distress could hot be 
relieved. State methods or means used to determine that pain and/or distress 
relief would interfere with test results. (For Federally mandated testing, see 
question 6 below) 

» ■ ■ . • . • 

This test is regu±-red for potency testing of all serleU-S containing 
Clostrid->ui« septicum as found in Section V. o.f the filed Outline of 
Production. Specific test requirements are found in. Special Outline 
No. 33. 


6. What, if any, federal regulations require this proced ure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102); 

Agenc y CVB s CFJ fe 113.5 

9CFR 113.5(a) states: No biological product sh<U.l be. released prior to 
the completion of tests prescribed in the filed Outline of Production or 
Standard Requirements for the .product to establish the product to be 
pure, safe, potent, and efficacious. 


This repofi IS required by f<jw (7 USC 2143) Failure lo report according lo the regulations can 
result in an O'der to cease and desist and lo be subject to penalties as provided lor in Section 2150. 




See reverse side lor 
additional inlormaiion. 


Interagency Report Conlrul No 
0180*DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3 0 


L 


1. REGISTRATION NO. 


form approved 

0MB NO 0579-(^&a^ 


2. HEADOUARTERf Address, as registerGd withySDA^ 

include Zip Cedi 50"R-0004, Cusf id 42 




gNECA. INC. 


P O. BOX 15437 
(1800 CONCORD PIKE) 
WILMINGT ON. OE 19850 


3. REPORTING FACILITY (Lisl all locations where animals were housed or used in aclual research, lesting, teaching, or experimeiitatioii, or neiu 
sheets i1 necessory.) 


1 


iditional 


FACILITY LOCATIONS (Sties) 


( REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adidiUonaf sheets if necessary or use APHIS FORM 702 2A.) ' 


A. 

Animals Covered 

By The Animal 

Wellare Regulations 

D. Number of 
animals being 
bred. 

conditioned, or 
held lor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pam, distress, or 
use of pain- 
relieving drugs 

D. Number ol animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
dislress lo Ihe animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquili^ing drugs were 
used 

E. Number ul animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and tor which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely allecied Ihe procedures, results, or 
interpretation of Ihe leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
anrma /5 and the reasons such drugs were not used 
must be attached to this reporf;. 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C ♦ 

D + E) 

4. Dogs 


6 



6 

5. Cats 






6. Guinea Pigs 


413 

2,795 



7, Hamsters 






8. Rabbits 


447 



447 

9. Non -human Primates 






10. Sheep 






1 1 . PiQS 






12. Other Farm Animals 



• 









13. Other Animals 






Ferrets 




56 

56 

Gerbils 


2,692 

3,718 

1,724 

8 , 134 





^ V?r) 



[ ASSURANCE STATEMENTS 


t) Prolessionally acceptable si a ndards governing I he core, treairnent, and use of animals, including approriale use of artesihelic, analgesic, and tranquilizing drugs, prior to, during, 
and tollowir^ aclual research, teaching, testing, surgery, or experinienl alien were loilowed by Ihis research lacilily. 

2) . Each principal investigator has considered alternatives to pamiul procedures 

3) . This taciiity is adhering to the standards and regulaliuiis under the Act, and il has required that exceptions to the standards and regulations be spec Hied and explained by the 

principal investigator and approved by the Inslilutional Animal Care and Use Commillee <IACUC| A summary of all such exceptions is attached to this annual report. In 
addition to identitying the tACUC- approved exceptions, this summary includes a briel explanation ol the exceptions, as well as ihe species and number ol animals allecied 


4) Ttie al tending veterinarian tor this research lacilHy has apprupiiate aulhuriiy to ensure the provision ol adequate veterinary care and lo oversee the adequacy ol other aspects ol 
animal care and use. 



CERTIFICATION BY II EADQU AKTKS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Omcial) 

' rerlity that the above is line, corrcK:l, and ctHnplele (7 U S C S<»:lioii 2143) 


SIGNATURE 


NAME A TITLE OF C E O. OR INSTITUTIONAL OFFICIAL Hype or PrmU 

DATE SIGNED 

Woo 

OO 

APHtS FORM 7023 

(Ri-pi.i- Vb f-C)RM \b t/.j fOCT nSj whu'.ti l^ ) 



/AUG 91) 































Column E Explanation Form 


3 0 2i 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntar}\ Names, addresses, protocols, veterinary care programs, and the hke, are not required as part of an 
explanation, A Column E explanation must be written so as to be understood by lay persons as well as 


scientists. 


L Registration Number: 50-R-0004 


2. Number of animals used in this study: 1724 

3. Species (common name) of animals used in this study: Gerbils 




rocedure oroducine' oain and/or distress: 


1(b)(4) 


5. Provide scientific justification why pain and/ or distress could not be relieved. 
State methods or means used to determine that pain and/ or distress relief would 
interfere with test results. (For Federally mandated testing, see question 6 below.): 



6. What, if any, federal regulations require this procedure? Cite the agency, the 
Code of Federal Regulations (CFR) title number and the specific section number 
(e.g., APHIS, 9 CFR 113.102): N/A 


USD.A Annual Report - 1 1/00 



Column E Explanation Form 




This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as 


scientists. 


1. Registration Number: 50‘R-0004 


2. Number of animals used in this study: 56 


3. Species (common name) of animals used in this study: Ferrets 


4. Explain the procedure producing pain and/ or distress: 


(b)(4) 


5. Provide scientific justification why pain and/ or distress could not be relieved. 
State methods or means used to determine that pain and/ or distress relief would 
interfere with test results. (For Federally mandated testing, see question 6 below.): 


6. What, if any, federal regulations require this procedure? Cite the agency, the 
Code of Federal Regulations (CFR) title number and the specific section number 
(e.g., APHIS, 9 CFR 113.102): N/A 


USDA Annual Report - 1 1/00 



